Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


UNCLASSIFIED 

PAGE 01 BUENOS 00755 01II57Z 
ACTION NSF-02 

INFO OCT-OI ARA-14 ISO-00 EUR- 1 2 /029 W 

114237 011201Z/10 

P311448ZJAN78 

FM AMEMBASSY BUENOS AIRES 

TO SECSTATE WASHDC PRIORITY 4358 

UNCLAS BUENOS AIRES 0755 


Message Text 


E.O. 11652: N/A 
TAGS: SWEL 

SUBJECT: CONDITION OF POLISH SCIENTIST BARANOVSKI 


PASS TO DR. EDWARD FELLER OF NATIONAL SCIENCE EOUNDATION 
(TEL. 202-6325811): DOCTORS AT BRITISH HOSPITAL IN BUENOS AIRES 
REPORT THAT CONDITION OF POLISH SCIENTIST BARANOVSKI IS UNCHANGED 
AND THAT PROGNOSIS REMAINS POOR. 

CASTRO 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: HEALTH, SCIENTISTS, HOSPITALS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BUENOS00755 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780048-0017 

Format: TEL 
From: BUENOS AIRES 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 5/aaaaadti.tel 

Line Count: 31 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2a013ce2-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NSF 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 17 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3754662 
Secure: OPEN 
Status: NATIVE 

Subject: CONDITION OF POLISH SCIENTIST BARANOVSKI PASS TO DR. EDWARD FELLER OF NATIONAL SCIENCE FOUNDATION (TEL 202- 
6325811): DOCTORS AT BRITISH HOSPITAL IN 
TAGS: SWEL, AR, PL, US, NSF, (BARANOVSKI) 

To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/2a01 3ce2-c288-dd1 1 -92da-001 cc4696bcc 
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